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HARYANA GOVT GAZ ., NOV . 9, 1971 (KRTK . 18 , 1893 SAKA ) 


[ PART I 


No. DOL /HR /71 /15227. - The Governor of Haryana is pleased to select the following persons as 
Judges for the supervision of the Daily Draw to be held on 30th October, 1971 : 


1. O. P. Malik , 

Examiner, Local Fund Accouuts , 
Haryana , Chandigarh . 


2. Shri D. R. Sudhakar , 

Executive Engineer ( S. D. E.) , 
Thein Dam Circle , Punjab . 


3. Shri P. Oommen , 

Asistant Controller , Govt. Press , 
Chandigarh . 


The 30th October , 


1971 


No. DOL /BR /71 /15259.- The Governor of Haryana is pleased to select the following persons 
as Judges for the suprivision of the Daily Draw to be held on 31st October , 1971 : 


1. Shri O. P. Malik , 

Examiner, Local Fund Accounts , 
Haryana , Chandigarh . 


2. Shri J. S. Sandhu , 

Economic & Statistical Adviser to 
Government, Punjab , Chandigarh . 

The 31st October, 1971 


No. DOL HR /7115291. - The Governor of Haryana is pleased to select the following persons 
as Judges for the supervision of the Daily Draw to be held on 1st November , 1971 : 


1. Shri Tara Chand , 

Contriller, Printing and Stationery , 
Heryana , Chandigarh . 


2. Shri D. R. Sudhakar , 

Executive Engineer ( S. D. E.). 
Thein Dam Circle , 
Chandigarh . 

The Ist November, 1971 


No. DOL/HR /71 /15325.- The Governor of Haryana is pleased to select the following persons as 
Judges for the supervision of the Daily Draw to be held on 2nd November, 1971 : 


1. Shri P. N. Mehra , 

Executive Engineer, 
Punjab , Irrigation , Chandigarh . 


2. Mrs. Rama Gupta , 

House No. 505 , Sector 16 , 
Chandigarh . 


The 2nd November , 1971 


No. DOL /HR /71 / 15357. — The Governor of Haryana is pleased to select the following persons 
as Judges for the supervision of the Daily Draw to be held on 3rd November, 1971 : - 


1. Shri B. N. Vaid , 

Deputy Director , 
Industrial Training Department, 
Haryana , Chandigarh . 


2. Mrs. Mohini Singh , 

House No. 112 , Sector 10 , 
Chandigarh . 


